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UNCLASSIFIED 

PAGE 01 GUATEM 02928 I9I722Z 
ACTION ARA-14 

INFO OCT-OI ISO-00 CCO-00 PASO-00 /0I5 W 

045187 200800Z/II 

R 182059ZMAY78 
FM AMEMBASSY GUATEMALA 
TO SECSTATE WASHDC 0306 

UNCLAS GUATEMALA 2928 


Message Text 


E.O. 11652: N/A 
TAGS: BEXPGT 

SUBJ: VALVES EOR XAYA PIXCAYA WATER PROJECT 


TO: ARTHUR A. DIMATTIA 
CUSTOMER SERVICE REPRESENTATIVE 
INTERNATIONAL SALES 
DRESSER MANUFACTURING DIVISION 
PO BOX 2088 

ANNISTON, ALABAMA 36202 
TEL: (205)237-3521 

1. GUATEMALA'S VICE MINISTER OF PUBLIC WORKS CALLED ME 
YESTERDAY TO SAY THAT VALVES FOR XAYA PIXCAYA WATER PROJECT, 
RE PURCHASE ORDER EN-2342-77-F-458, DMD NO. 51906-2 ARE URGENTLY 
NEEDED AND TO REQUEST OUR HELP IN EXPEDITING THEIR SHIPMENT 
TO ENSURE DELIVERY IN GUATEMALA NO LATER THAN BEGINNING OF 
JUNE. 


2. 1 WOULD APPRECIATE ALL YOU CAN DO TO EFFECT IMMEDIATE 
SHIPMENT BY SEA. I CAN ASSURE YOU THIS IS HIGHEST PRIORITY 
PROJECT BECAUSE OF SERIOUS WATER SHORTAGE HERE. 


3. WOULD APPRECIATE KNOWING WHEN VALVES CAN BE SHIPPED. 


RALPH D. GRIEFIN 
AMERICAN EMBASSY 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 GUATEM 02928 191722Z 


GUATEMALA CITY, GUATEMALA 
BOSTER 


NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 
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